Sanctuary 
TRINITY  METHODIST  CHURCH 
18th  &  Broadway 
Denver,  Colorado 

This  beautiful  sanctuary  has  been  an  inspiration 
to  thousands  of  people  as  they  have  visited  in 
downtown  Denver.  The  seating  capacity  is  about 
1  300  The  Roosevelt  organ,  one  of  12  built  in 
the  late  1800's  has  4,290  pipes.  This  is  one  of 
America's  most  outstanding  organs. 
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